GRIMSBY.  !9kS.  I 

1.  AMOUNT  OF  SHIPPING  ENTERING  THE  PORT  DURING  TH  Y AH.  ' 
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TABLE 

A. 

ubrary 

Number 

inspected. 

Number 

of 

vessels 
on  which 
defects 
were 

remedied 

Number 
vessel 
report 
as  havi 
or  havi 
had 

Number. 

Tonnage . 

By  the 
Medical 
Officer 
of 

Health 

By  the 
Health 
Inspr. 

Number 
reported 
to  be 
defective 

during 

voyage 

infect- 

ions 

disease 
on  boar 

Steamers X 

£91 

20Q290 

301 

32 

21 

NIL 

Motor.  0 

45 

22 f 778 

53 

5 

3 

NIL 

Foreign 

Sailing. 

— 

— 

— 

- 

- > 

Fishing. 

£98 

93,076 

303 

31 

20 

NIL 

Total  Foreign:- 

032 

>524,144 

657 

68 

44 

NIL 

Steamers. 

108 

60,303 

142 

34 

9 

NIL 

Motor.  0 

63 

12,893 

67 

4 

2 

NIL 

Coastwise 

Sailing. 

mum  mm 

— 

— 

— 

Fishing. 

4040 

716,966 

1077 

356 

278 

NIL 

otal  Coastwise:- 

4211 

790,162 

1286 

384 

289 

NIL 

otal  Foreign  & 
Coastwise 

4843 

1,114,306 

1943 

452 

333 

NIL 

X.  As  per  Customs  Returns.  0 Includes  mechanically  propelled 
Does  not  include  vessels  vessels  other  than  steamers. 
calling  for  bunkers  only. 

Number  of  vessels  under  100  Tons  entering  the  port  during  the  year. 

British  .?36«.  Tonnage  ..  .Not  Available. 

Foreign  . . A • . do  . . . /I . 

Number  on  foreign  & Coastwise  Fishing  Vessels  and  Tonnage, 
excluding  inshore  Fishing  boats  and  Herring  Drifters. 

Foreign  398 .. . Tonnage  .93 ,97$ 

do 


Coastwise  4>Q4Q 


( 


Al-UXVIMG  AT  Tly 


of  V a. 


British  Steam  Ships.  1B0 

British  Motor  Ships 35 

British  Kotor  Fishing  Voxels..* ••• 

British  sailing  ships.. — 

Foreign  Steam  Ships. 181 

Foreign  Kotor  Ve&sela.  18 

Foreign  Kotor  Fishing  Toss  els 125 

British  Steam  Fishing  Vessels.... 126 

Foreign  Steam  Fishing  Vessels. ••••...•••*•••  50 

Total j - 55V 


British  Steam  Ships 105 

British  Hotor  Vessels. 50 

British  Kotor  Fishing  Vessels... ™ 

British  Sailing  Ships 

Foreign  steam  Ships. 39 

Foreign  Motor  Vos  sols 1? 

Foreign  Motor  Fishing  Vessels 

British  Steam  Fishing  Vets  la 107V 

Foreign  Steam  Fishing  Vessels — 

Total i - 1286 

Foreign. 637 

Coastwise. 1H66 

1943 

Ra-lnspecti  323 


( The  above  are  included  under  Inspections  in 

Table  A). 

^ jvLmuMLi- 


British 1313 

Danish 130 

French 7 

Korwegian. 90 

Finnish. 1 

Dutch 58 

Icelandic. 37 

Faroes® * 3 

Swedish. 45 

polish.  3 

Belgian. 3 

Totals-  1943 


II.  CHARACTER  OF  TRADE  of  PONT. 
mBLn  B. 


(a)  Paasen^er  traffic  during  the  year. 
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Lb 2 Cargo  Traffic 


Principal  Import* s- 

asm*  wqqd-puxp,  fish. foodstuffs  & gh^ral. 


1945. 

Fism^a.  FOE  . WAR  _ YEARS  IMOBTAmBLE . 


Bacon 617  Tons 

Butter — 4431  ** 

Eggs — — — 779  " DO— 

Timber 57820  " 

Woodpulp- 16250  " 

Sundries 37  " 


TOTAL ^34  OT5S. 


FISH 


1938 

LANDINGS.  WEIGHT  OF  FISH. 


^NDXrGS  For  m T ARS  1938  AND  1945  are 

i 

t 1945. 

I 

VALUE*  LANDINGS.  WgICIiT.  VALUE. 


14.355 


4,316,074  cwts.  £4,232,252: 


4338  8,143,455  owts  £7,953,03 


PRINCIPAL  EXPORTS : - 1945.  FIGURES  FOR  EAR  YEARS  UP OBTAIN ABL ..  . 


Coal  & Coke- — - — 448517  Tons. 

Basic  Slag — — 20210  w 

Steel 9792  " 

Pig  Iron- 90S  " 

TOTAL W2  422  TONS. 


Fireign  Porta  from  which  vessels  arrive. 

Oslo..  Trondhjem.  Chris tiansund.  Bergen. 

DEN.  Gothenburg.  Gefle.  Stockholm.  Sundsval.  Ske  lief  tea. 
jj¥  Hamburg.  Bremen. 

E Rotterdam.  Amsterdam. 

Antwerp. 

Dieppe.  LeHarve.  Calais.  Dunkirk. 

£ Esbjerg.  Copenhagen. 

3¥. " Barcelona.Huelra. 

Ic  LAND . Reykjavik. 


: 


^ .*a 


During  the  year  45  canal  boats  were  Inepee tod  and  29  were  found 
not  to  conform  to  the  Act  and  Regulations*  The  infringements 
were  chiefly  In  respect  of  incorrect  markings  on  craft,  certificates 
not  on  board  and  accomodation  in  need  of  painting.  six  notices 
were  served  on  owner* • 


1X1.  '.atejr,  3uy;,,l£. 


The  town  water  supply  is  available  throughout  the  port  , rea. 
There  are  three  water  boats  in  use  for  the  supply  of  shipping 
end  these  are  regularly  inspected.  Samples  of  water  are  taken 
from  the  boats  r.nd  delivery  pipes  every  month  and  submitted 

for  bacteriological  examination. 


IT.  fort  sanitary  a«taiiatioM.  l«-ta. 


The  Information  under  theae  regulations  is  m described  in 
the  Annual  Reports  for  the  years  1954  and  1944. 
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TABLE  C. 

* 

Cases  of  Infectious  sickness  landed  from  Vessels* 


Diomao. 

Lumber  of  cases 

during  the  year 

passengers  - Crew 

Ho  of  Vessel* 

concerned 

Average  number 

of  cases  for 

previous 

5 years. 

scabies 

5 

3 

Pneumonia 

— 

8 

8 

TALL:  D. 


Cases  of  Infectious  sickness  occurring  on  Vessels 
during  the  voyage  but  disposed  of  prior  to  arrival. 


Average  number 

Humber  of  cases 

of  oases  for 

during  the 

year 

Ho  of  Vessels 

previous 

Disease. 

passengers  - 

Crew 

concerned 

5 years 

pneumonia 

Nil 

- 

s» 

am 

Jlo  cases  of  Plague,  Cholera,  Yellow  paver,  Smallpox  or  Typhus 
occurred,  or  any  plague  Infected  rets  discovered  during  the  year. 

Venereal  Iseaae. 

During  the  year  there  was  a total  of  1066  attendances  by  £88 
foreign  seamen  at  the  Grimsby  Clinic, 

Of  the  above  number  6£  were  f und  to  be  auf faring  from  syphilis, 
134  from  gonorrhoea,  and  1 front  chancroid  and  91  were  found  not  to  be 

suffering  from  venereal  disease* 


V,  MEASURES  AGAINST  RODENTS. 


Numbers  1 to  S as  described  in  Annual  Report  for  1934, 


Hats  destroyed  durin,  the  year* 

TABLE  XU 

(1)  On  Vessels* 


Number  of 

Fan* 

Fib* 

ich* 

Apl* 

May. 

June , 

July* 

AUg, 

Sep. 

Oct. 

NOV* 

Dec. 

Total. 

Blaok  Rats 

Brown  Rats 

Species  not  recorded 

23 

30 

37 

6 

35 

26 

10 

32 

46 

120 

21 

426 

Examined 

2 

2 

2 

- 

4 

we 

- 

- 

mm 

- 

4 

mm 

Infected  with  plague 

Nil 

Nil 

Nil 

- 

Nil 

- 

- 

«■» 

mm 

- 

Nil 

- 



(Ch: 

Lefly 

blac> 

e) 

Tot  a 

1:- 

426 

TABLE  F. 


(2)  In  Docks.  4uaya .Carves  and  arehouses* 


| Number  of 

Jan. 

Feb. 

Mah. 

Apl, 

May, 

June, 

-July. 

AUg. 

Sep. 

Oct. 

i ov. 

Dec  • 

Total . 

Black  Sets 

Brown  Rats 

Species  not  recorded 

484 

534 

477 

425 

460 

510 

480 

570 

580 

580 

590 

570 

6260 

Examined 

Infected  with  plague 

(Ch 

iefly 

brow: 

a) 

Tota 

li* 

6260 

Rats  Exaialned  for  Plague  or  Other  Diseases* 

10  black  rats  and  4 brown  rats  were  sent  for  examination* 

The  report  from  the  Analyst  is  as  follows i- 
These  rats  have  been  examined  and  found  to  be  free  from 
L. £«.jtefl,Ua«  off  qtrto  .fllBfiftggj, . 

ImafrTXQft'L  cc&mmxm. 

During  the  year  13  Deratlsatlon  and  43  Deratization  Exemption  Certificates 

were  issued* 

As  for  as  vessels  entering  this  port  are  concerned  It  can  safely  be  said 
that  the  rat  population  is  being  kept  well  within  reasonable  limits. 


/I 
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TADLF  <JT* 

Classification  of  liuleaaoes. 
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ation&lity 

of 

Vessel. 

Humber 
Inspected 
during  year. 

Defects  of 

original 

Construction 

Structural 

defects  thro&gh 

wear  k tear. 

WITTmFmlH 

and  other 

condition* 

prejudicial 

to  health* 

British 

1513 

13 

223 

136 

er  nations. 

430 

Xll 

23 

33 

M'-lV-Xt  X 


Dirty  quarters  cleansed  ...... 

rty  quarters  painted  

rty  bunks  cleansed 

ty  lookers  cleansed  k painted. • 
rty  galleys  cleansed  k painted 
ty  washhouses  cleansed  & pa 
ty  W*C*«  cleansed  & painted. ... 
rty  water  tanks  cleansed.... 

Dirty  storerooms  cleansed 

Dirty  beds  destroyed. . ... . .... 

Ycrolqous  quarters  fumigated.. 
Verminous  quarters  sprayed.... 

Other  nuisances  abated. ....... 

Ventilation  Improved. 

Artificial  lighting  irap  roved.  • 

Heat I nr  arrangments  improved. . 
Docks  ( iron/wood ) renewed. ... • 

» " repaired. . . . 


. . . 

iv  vLfFtr?' 

19 

23 

3 

► • e 

20 

•e  e 

3 

ted 

4 

. # 

3 

• e 

4 

e e 

1 

12 

. • 

37 

1 

4 

e e 

10 

17 

a * 

4 

1 

10 

JEL&L&* 


Hi deplates  renewed/ repaired  4 

llawsepipea  retired. •••••••  1 

geapperway*  renewed/rep  ired  S 

Port  frame*  renewed... 2 

Port  light • renege d/repaired  16 

Skylights  renewed/repaired. . 3 

Doors  renewed/repaired. • 4 

Linings  or  sheathings  renewed  1 

food  lookers  renewed.. ......  4 

Stove  chimneys*  renewed. .... • 11 

it.Cfs  renewed... 

W.C’s  repaired 7 

Sanitary  tanks  provided* . . . • 3 

Flush  and  soil  pipes  renewed  & 

Drainage  remedied. ......... . 2 

Defective  radiators  repaired  3 

Ventilators  renewed  ........  3 


Dirty  quarters  cleansed. ..........  99 

Dirty  quarters  painted. ••••••••.••  95 

Dirty  bunks  cleansed  k pointed....  723 

Dirty  lockers  cleansed  & painted.  • 415 

Dirty  galleys  cleansed  k painted.  • 33 

Dirty  washhouses  cleansed  & painted  3 

Dirty  s tore  rooms*  cleansed. ........  3 

Dirty  water  tanks  cleansed 39 

Dirty  beds  destroyed. •••••• .......  42 

Verminous  quarters  fumigated. 43 

Verminous  quarters  sprayed. 4 

Dirty  W»C#S  cleansed  k painted. ...  31 

Other  nuisances  abated.... 

Ventilation  improved. 

Artificial  lighting  improved......  8 

Heating  arranement  provided. 1 

Seating  arrangments  improved......  1 

Seeks  renewed/repaired/ recaulked. . 141 

Eldeplate*  renewed. 17 

Sldeplatea  repaired. ••••••••••••••  13 


El.  »e  pipes  repaired.  1 

chain  pipe*  repaired.. 1 

;cupperw*y*  renewed/rep^  ired  7 

fort  lights  renawed/repftired  17 

Deck  lights  renewed/repaired  12 

Skylight*  renewed/repaired.  • 4 

Bulkheads  renewed. 

Bulkheads  rape ired. 

Door*  r newed/r spa Ired. • • . • • 10 

Bunks  renewed/repaired. « • • • . 10 

Lining  or  sheathing  repaired 

or  renewed. 

Lockers  renewed  or  repaired  42 

S tovei  renewed/repa ired. • • • . 7 

Stove  chimneys  renewed  or 
repaired. ...i... •*..*•*..**•  hi 

Table*  renewed/ reps  Ired.  • • • • 7 

Companion  ladders  renewed 

or  repaired..... 

W.C*e  and  tank*  renewed 1C 


. 

. . 


vo 


2ML. j^q^:  / as.t 

Accommodation  on  board  the  distant  water  fishing  vessels  can 
be  regarded  as  satisfactory  generally  and  a reasonable  standard 
is  maintained  but  the  same  c nnot  be  said  of  t he  smaller  tiorth 
Sea  Fishing  Vessels* 

The  majority  of  these  vessels  have  been  in  commission  for  a 
considerable  number  of  years  and  fche  outbreak  of  war  undoubtedly 
served  to  prolong  their  life.  In  considering  possible  improvements 
in  the  accommodation  of  this  type  of  fishing  vessel,  lack  of  space 
is  the  ever  present  obstacle  which  cannot  be  overcome*  It  is  hoped 
that  when  a new  building  programme  is  eventually  undertaken  the 
advantages  ofdeisel  engines  will  not  be  overlooked*  The  installation 
of  engines  of  this  type  would  permit  more  space  to  be  made  available 
for  use  as  crew  accommodation* 

In  the  meantime  it  is  satisfactory  to  note  that  the  trawler  owners 
are  co-operating  wholeheartedly  with  this  Authority  and  are 
endeavouring  to  maintain  as  high  a standard  as  possible  on  board  all 
fishing  vessels  sailing  from  Grimsby.  The  infestation  of  fishing 
vesr  le  with  vermin  is  a nuisance  which  has  been  and  is  being  tackled 
in  a most  energetic  manner,  with  reasonably  satisfactory  results* 


CKLW  AGCQI?  UDATIUn  - ?,miC:&KT  VT.3SAL&* 


The  standard  of  accommodation  on  board  the  type  of  vessel  trading 
to  Grimsby  continues  to  improve  slowly  but  Is  still  far  from 
satisfactory  and  it  must  be  admitted  that  the  crew  accommodation 
on  board  the  average  Scandinavian  vessel  is  generally  superior  to, 
and  is  maintained  in  a better  condition  than  is  the  case  on  board 
the  average  British  vessel. 

It  is  difficult  to  understand  why  the  ships  of  such  a great 
maritime  country  as  Britain  should  lag  behind  the  ships  of  other 
countries  in  the  matter  of  providing  crew  accommodation  of  a high 
standard  when  it  is  unquestionably  a fact  that  a comfortable  and  well 
found  ship  invariably  attracts  the  V€ry  best  type  of  seamen. 
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quantities  and  descriptions  of  food  seised  and  forfeited  during 
the  year. 


Jature 

Whether 

of 

Why 

sleaed  How  disposed  of 

rticle. 

Stones. 

Condemned. 

or  forfeited 

Jetfiah 

lead 

Oeoowpossd. 

Forfeited. 

Fish  Mead. 

jodling 
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*» 

** 

taddoeks 

3988 

*» 
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la  lee 

4693 

« 

» 
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Jol  ciflsh 

lOOOd 

ft 
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9393 

tt 
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[allbut 

39 

** 

tt 

ft 

lorway  Haddocks 

us 

ft 

n 

n 

dag 

30 

ft 

ft 

n 

lints 
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. w 

tt 

« 

Whs 

65 
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t* 

« 

dogfish 

107 

ft 

M 

« 

•urbot 

94 

f» 

« 

« 

lilting 

147 

ft 

H 

ft 

Wokerel 

10 

w 

ft 

lonkfish 

5 

» 

« 

it 

oles 

si 

ft 

t* 

m 

’Otal 

icmdOEsneds  - 

lah  for 

97019 

Stones.  390  Ions. 

7 Cwts.  1 qtr. 

siting  Only*-  1S707  Stones.  98  Tons.  3 Gwte.  1 qt r. 


7S720  Stones. 


’UT,iXi-43iToni.10  Cwt».  8 tr».  0 lbe. 
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1938. 

12> 

Nature 

of 

Artiole* 

quantity* 

wtoy 

Condemned* 

whether 

seined 

of  fore felted* 

How  disposed  of* 

)odlin& 

2812 

iieooDooosed 

Forfeited 

Fish  Meal* 

fad  doc  ics 

503 

* 

« 

ollaek 

1057 

tt 

m 

w 

olefish 

479 

n 

n 

tt 

iprats 

100 

« 

ft 

« 

latfish 

148 

tt 

M 

it 

lorway  Haddocks 

era 

(i 

ft 

tt 

oles 

10 

ft 

■ t» 

tt 

irsbs 

72 

m 

W 

tt 

, abaters 

6 

tt 

tt 

«t 

laloe 

1590 

tt 

n 

» 

/belles 

96 

n 

tt 

tt 

*bs 

10 

n 

ft 

ft 

[er  rings 

690 

tt 

it 

w 

;kst« 

5 
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n 

lied 

76 
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w 

ft 

aekerel 
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t» 
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ft 

brbots 

20 

n 

tt 

It 

biting 

17 
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ft 

[site 

17 

ft 

«t 

ft 

:ippers 

16 
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ft 

ihrira^s 

6 

it 
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tt 

»gflsh 

& 
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ft 

tt 

talibut 
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ft 
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ft 

ireaa 
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it 

tt 

ft 

COTAU- 

7991  ©tones* 

49  Vons.  18  Cwts.  3 qtre*  14 

lbs* 

• 

i mu  fOQiy<TUfm„ 


?i«h  (Canned  & Bottled)  20>  lbs* 

ft 

« 

To  Corporation 
instructor* 

teats  (Canned) 

249 

tt 

tt 

tt 

tt 

Jacon 

124 

it 

tt 
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«t 

re^s tables  ( conned ) 

335 

n 

» 

n 

w 

Provisions 

7913 

w 

ft 

tt 

tt 

POTALi-  ©641  lb®.  3 Tons#  17  Cwts.  0 ^trs*  17  lbs. 

f " I T 1 I " I — ' ” ' ~~  ~ 

I exas-im  Jt 

lature  of  3 ample*  Besult.  of  x&i:zl tign  * 
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1X06  inspections  and  re-inspectione  have  been  mde,  concerning  defects 

and  nuisances , during  the  year* 

fl aHMBBX  JK-a, 

Accumulations  r moved ••*••»•••«•  28 

Obstructed  drains  cleared. ................ 67 

Hew  drainage  laid...* * 30  yds. 

Hew  manholes  Mil.* 2 

Manhole  covers  provided.. 2 

Sewers  cleared ....... 32 

Ventilation  provided. ••••»••  2 

Offensive  smells  abated. 11 

Hoad  surfaces  repaired •*••»»•••«  10 

W.C’s  cleansed  k linwwaahed*. 10 

W.C.  cisterns  repaired.  • 6 

Yard  surfaces  repaired 4 

Public  Sanitary  conveniences  repaired.  1 

Automatic  flushing  cisterns  provided.. ...... .........  1 

W.C.  flushing  cisterns  provided 3 

public  Sanitary  Conveniences  (^.C’s)  provided........  2 

Public  Sanitary  Conveniences  (Urinals)  provided 2 

Hew  gullies  provided. ......... 14 

Eaves  f utter®  renewed. . 12 

Down  spouts  renewed.... 10 

Artificial  lighting  renewed.... 

Heating  provided. 

Dirty  staircases  llmewashed. 

Fish  house  walls  ee  ent  rendered. .................. ..  1 

Fish  houses  - Curing  and  cleaning  - limewashed.  •••••«  140 

Osnore te  floors  re-laid. * 

Concrete  floors  repaired. 

Factories  - Sanitary  Accomodation  provided. .........  & 

Factories  - unsuitable  Sanitary  Accomodation 

made  good.. 32 

Premises  limewaehed* * • * 5 

Msssrooms  cleansed  k painted............ 1 

Defective  W.  C*  connections  made  good..... 2 

Defective  W#  C.  seats  renewed... 4 
Lavatory  basins  provided 


luring  the  year  48  inspections  of  public  conveniences  were 
loads.  It  is  hoped  that  the  year  1946  will  see  the  few  remaining 
conveniences  of  unsatisfactory  type  replaced  by  modem  public 
sanitary  accomodation. 

js^msm  ..aw* 

All  factories  within  the  Fort  Area  are  kept  under  constant 
supervision,  bespit*  the  large  number  of  notices  served  it  has 
not  been  found  necessary  to  institute  legal  proceedings. 

Owing  to  lack  of  staff,  it  has  not  been  possible  to  carry 
out  Inspections  under  the  above  Act  during  the  year. 
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Further  particulars  will  be  found  in  copy  of  itixm  Office  Form  below s* 


1.  - XMB??£X£0NB  FOR  PURPOSE  OF  FROFISIOM  AB  TO  SMITH. 

Including  inspections  made  by  Sanitary  Inspectors. 


Number  of 

Pr«mises. 

U) 

Inspections. 

W) 

written 

Notices. 

(3) 

Occupiers 

rooacutad. 

(4) 

factories  with  mechanical  power 

18 

Hil 

factories  without  * w 

217 

95 

111 

^ther  pr s;il see  under  the  Act  . • 
j (inol '.idine  works  of  building 
and  engineering  construction 
sut  not  including  outworkers* 

premises)* 

HU 

NIX 

HU 

Total  » i •« 

259 

113 

Mil 

U DEFECTS  FOUND* 


Particulars. 

(1) 

Number  of  Uefeote« 

Number  of 
defects  in 
respect  of 
which  pros 
©cut ions 
were 

instituted 

(5) 

Found# 

(2) 

Kerned lad 

(si 

m f erred 

to  H*M. 
Inspector. 
(4) 

fsnt  of  cleanliness  (&•!)  

)t  rcrowding  (S.2)  ••  ..  ......  •• 

treasonable  temperature  (a. 3)  ..  . . 

Inadequate  ventilation  (a, 4)  ..  ..  .. 

ineffective  drainage  of  floors  (:  .5).. 

insufficient  •• 

Sanitary  ( 

1 Unsuitable  or 

■Rvenicnoes  (8.7)  j defective 

l Not  separate  • 

• N for  sexes 

*• 

Other  offences  ••  • • ••  ••  • • *•  • . •• 

No  reco 

rds  kept  < 

uring  year 

1 1940/45. 

Total  00  00 

' 


■ 


* 
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A large  nunber  of  trawlers  are  returning  to  thu  ‘i ailing  Industry  from 
Admiralty  service  and  the  amount  of  fish  landed  dully  is  steadily 
i increasing  • It  Is  anticipated  th  t by  th©  spring  of  1946  the  weight  of 
fish  landed  will  he  equal  to  9Gy  of  th®  pr«  war  figure®.  The  re -construct- 
ion of  that  portion  of  the  fish  market  damaged  by  ©naiay  action  is 
approaching  completion  and  no  difficulty  In  the  handling  of  Increased 
fish  supplies  is  antioi  a ted. 

Several  of  the  leading  fish  processing  concerns are  planning  to  erect 
spacious  and  up  to  date  premise®  on  the  south  side  of  the  new  Fish  Book 
and  it  is 'hoped  that  this  stay  prove  to  be  the  beginning  of  a more  general 
! exodus  from  the  unsatisfactory  and  congested  area  in  which  most  of  the 
fish  processing  is  at  present  carried  on  within  the  port  limits. 

The  condition  of  son©  of  the  road  surfaces  Is  far  from  satisfactory 
end  re  -con?  true  t ion  Is  long  overdue.  The  present  syetcis  of  frequent 
patching  up  does  not  result  in  any  permanent  improvement  and  t he 
re-construction  of  the  roads  in  • ueatlon  with  granite  mt&  or  concrete 
would  appear  to  be  the  only  practicable  solution  but  it  is  not  considered 
likely  that  the  London  & North  Eastern  Hallway  company  will  embark  upon 
j any  such  re-eon©  traction  programme. 

Conditions  prevailing  on  the  Flab  Market  and  in  the  fish  cleaning,  k 
fish  curing  premise®  are  generally  similar  to  those  outlined  in  the  report 
for  the  year  1930.  In  addition  to  the  actual  inspection  of  fish,  a consider- 
able aiouat  of  3Upex*vleory  work  by  the  Inspectors  Is  essential.  This  work 
has  boon  severely  hampered  by  lack  of  staff  during  late  yearn. 

Considerable  difficulty  has  been  met  with  in  securing  adequate 
cleansing  of  fish  boxes,  but  it  is  hoped  that  during  the  next  year  there 
will  be  much  improvement  when  adequate  plant  for  dealing  with  this  is 
available. 


